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King, Valerie A. 

From: Adams, Candace R. 

Sent: Thursday, September 25, 2003 9:55 AM 

To: Zedler, Barbara 

Cc: Mendes, Paul; Roethig, Hans; Cey, Jan; King, Valerie A. 

Subject: RE: TES f/u Q database unique queries 

Sensitivity: Confidential 


Barbara, !n my last response I forgot one point; You recommend one query to determine bow 
many switchers switched to a higher tar level and another to determine how many switched to 
a lower tar category. If we have the total number switched, one query will answer both 
questions. That is, if we generate a query of how many switched to a higher tar level, we need 
only subtract that number from the total number switched to know how many switched to a 
lower tar level, 

Candace 


-Original Message. 

From: Zedler, Barbara 

Sent: Thursday, September 25, 2003 8:05 AM 
To: Adams, Candace R. 

Cc: Mendes, Paul; Roethig, Hans; Oey, Jan; King, Valerie A. 

Subject: TES f/u Q database unique queries 
Sensitivity: Confidential 

Candace, 

After reviewing what you and Erick have worked an, T would propose the attached 11 specific unique 
queries be considered, with only the first 7 being required initially. If these numbers seem 
reasonable, we may need to modify the not-to-exceed numbers in the proposal Valerie and Bristow 
are working on. Pis let me know what you think. 

Barlr 

Barbara K. Zedler, M.D. 

Director, Clinical Operations 
Clinical Evaluation Group 
RD&E/Philip Morris USA 
Richmond, VA 

barbara.k.zedler@pmusa.com 

804.274.Z799 

cell 804,651.3544 


9 / 25/2003 
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